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August 19, 2019. 


King Root Capital, LLC vs. Massachusetts Environmental Associates, 
Inc., & another. No. 18-P-1148 . Amended final judgment 
affirmed. 

U.S. Bank, N.A., trustee, vs. Jean G. Atkinson. No. 18-P- 
81 . The appeal from so much of the January 16, 2018 order as 
denied the motion to waive the appeal bond is dismissed. In all 
other respects, that order and the order entered November 16, 
2017, are affirmed. 





